Reference List of Local Service Providers which have provided 
Leak Detection Service under WSD’s Contracts 


Company Name 


Company Address : 


Company Name 


Company Address : 


Company Name 


Company Address : 


Company Name 


Company Address : 


Company Name 


(as at April 2018) 


: Allied Power Engineering Ltd 


Unit B, 11/F, Long To Building, 
654-656 Castle Peak Road, 

Lai Chi Kok, Kowloon. 

Hong Kong 

Tel: 37469033 Fax: 2120 8765 
E-mail: contact@alliedpower.com.hk 
Website: _http://alliedpower.com.hk/ 


: BUDA Engineers and Consultants Co. Ltd 


Unit 212, Favor Industrial Centre, 
2-6 Kin Hong Street, 

Kwai Chung, N.T., 

Hong Kong 

Tel: 26909999 Fax: 2690 9993 
E-mail: info@buda.com.hk 


Website: www.buda.com.hk 


: BUDA Surveying Ltd 


Unit 212, Favor Industrial Centre, 
2-6 Kin Hong Street, 

Kwai Chung, N.T., 

Hong Kong 

Tel: 26909999 Fax: 2690 9993 
E-mail: info@buda.com.hk 


Website: www.buda.com.hk 


: China International Water & Electric Corp. 


Room 1508, 15/F., Fortress Tower, 
250 King’s Road, North Point, 
Hong Kong 

Tel: 2508 0983 Fax:2508 0987 


: Chun Wo Construction & Engineering Co Ltd 
Company Address : 


5C, Hong Kong Spinners Industrial Building Phase 1, 
601-603 Tai Nan West Street, 

Cheung Sha Wan, Kowloon, 

Hong Kong 

Tel: 3758 8711 Fax: 2744 6937 

E-mail: info@chunwo.com 

Website: www.chunwo.com 
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10. 


11. 


Company Name 


Company Name 


Company Name 


Company Name 


Company Name 


Company Name 


: E-Tech Engineering Co. 
Company Address : 


Room 907, Silvercord, Tower 2, 
30 Canton Road, Tsim Sha Tsui, 
Kowloon, Hong Kong 


Tel: 9090 4390 Fax: 2246 9458 


: Forwin Site Investigation Engineering Ltd. 
Company Address : 


Unit D4, 13/F, King Yip Factory Building, 
59 King Yip Street, 

Kowloon, Hong Kong 

Tel: 21425128 Fax: 21425129 
E-mail: info@forwinintl.com 

Website: http://www.forwinintl.com 


: Innopipe Engineering Company Ltd. 
Company Address : 


G/F, 188 Tong Mi Road, 

Kowloon, Hong Kong 

Tel: 23818736 Fax: 2397 8603 
E-mail: Support@innopipe.com.hk 
Website: http://www.innopipe.com.hk 


: Ming Hing Civil Contractors Ltd 
Company Address : 


Unit 1810-1812, Telford House, 

16 Wang Hoi Road, Kowloon Bay, 
Hong Kong 

Tel: 23808265 Fax: 2397 5975 
E-mail: mail@minghing.com.hk 
Website: http://www.minghing.com.hk 


: Ming Hing Waterworks Engineering Co Ltd 
Company Address : 


Unit 1810-1812, Telford House, 

16 Wang Hoi Road, Kowloon Bay, 
Hong Kong 

Tel: 23808265 Fax: 2397 5975 
E-mail: mail@minghing.com.hk 
Website: http://www.minghing.com.hk 


: Right’s Drainage Services Limited 
Company Address : 


Flat T, 4/F, Block 2, 

Goldfield Industrial Building, 

No. 144-150 Tai Lin Pai Road, 
Kwai Chung, N.T., Hong Kong 

Tel: 24266866 Fax: 2426 3766 
E-mail: rights1969@hotmail.com 
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12. Company Name 


Company Address : 


13. Company Name 


Company Address : 


Disclaimer: This reference list is for the sole purpose of providing general 
information about the local service providers which have provided WSD 
with leak detection service under WSD’s contracts. The selection and 
appointment of any service providers in the reference list is purely a 
private matter between the employers and that service providers. The 
service providers in the reference list, therefore, should not be regarded 


: Wo Hing Construction Company Limited 


1* Floor, 190 Tong Mi Road, 
Kowloon 

Hong Kong 

Tel: 2391 8031 Fax: 23919177 


: Waterland Detection Engineering Ltd 


Room 902, Block A, Sun Fung Centre, 
88 Kwok Shui Road, 

Kwai Chung, New Territories, 

Hong Kong 

Tel: 26366900 Fax: 2636 6907 
E-mail: enquiry@waterland.com.hk 
Website: www.waterland.com.hk 





as recommended by the Government. 
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